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ACTION EUR- 12 

INFO OCT-01 EA-10 ISO-OO FEA-01 ACDA-10 CEQ-01 CIAE-00 
DOTE-OO EPA-04 HEW-06 HUD-02 INR-07 INT-05 L-02 

NSAE-00 NSC-05 NSF-02 OIC-02 PA-02 PM-03 PRS-01 

RSC-01 SAJ-01 OES-05 SP-02 SS-15 TRSE-00 USIA-15 

DEAE-00 /115W 

002810 

R 030623Z FEB 75 
FM AMEMBASSY CANBERRA 
TO SECSTATE WASHDC 4959 
INFO AMEMBASSY COPENHAGEN 
AMCONGEN MELBOURNE 
AMEMBASSY PARIS 
AMEMBASSY TOKYO 
US MISSION NATO 0026 

UNCLAS CANBERRA 0726 

EO 11652: NA. 

TAGS: SENV, NATO, AS. 

SUBJ: CCMS SOLAR ENERGY PILOT STUDY: 

AUSTRALIA WILL SIGN MOU. 

REF: (A) STATE 220655 
(B ) CANBERRA 516. 

(C) CANBERRA 133. 

1. J.P. SHELTON, SECRETARY. INDUSTRIAL AND PHYSICAL 
SCIENCES, CSIRO, HAS OFFICIALLY INFORMED SCIENCE LIAISON 
OFFICER IN JANUARY 29LETTER THAT SCIENCE MINISTER MORRISON 
HAS GIVEN HIS APPROVAL TO THE PARTICIPATION BY AUSTRALIA 
IN THE NATO-CCMS PILOT STUDY ON SOLAR ENERGY, AND IT IS 
THE INTENTION OF CSIRO TO SIGN THE MEMORANDUM OF 
UNDERSTANDING CONCERNING CO-OPERATIVE INFORMATION 
EXCHANGE RELATING TO THE DEVELOPMENT OF SOLAR 
UNCLASSIFIED 

UNCLASSIFIED 
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HEATING AND COOLING SYSTEMS IN BUILDINGS, AS SOON 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 05 JUL 2006 

AS THE DOCUMENT IS AY ATT. ARTE. 

2. ACTION REQUESTED: PLEASE ADVISE SOOMEST WHEN 
MOU WILL BE CIRCULATED TO CANBERRA FOR GOA SIGNATURE 
(REF A) AND WHAT OTHER GOVERNMENTS ARE NOW EXPECTED TO 
SIGN (REF B). 

HARROP 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: RESEARCH, SOLAR POWER 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 FEB 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975CANBER00726 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750038-0490 
From: CANBERRA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750279/aaaacswr.tel 

Line Count: 68 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 STATE 220655 
Review Action: RELEASED, APPROVED 
Review Authority: CunninFX 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 APR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 APR 2003 by MarshK0>; APPROVED <13 JAN 2004 by CunninFX> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CCMS SOLAR ENERGY PILOT STUDY: AUSTRALIA WILL SIGN MOU. 
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To: STATE 
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